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GLASTONBURY 
Western League Saturday, 28th. September, 1968 Kick-off 5 p.m. 
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White Shirts and YE Ww N Substitute; 
Green Shorts 
David JAMES (2) Tony HANSEN (3) 
Michael BRAIN (L) Clive BURFIELD (5) . Peter MILES (6) 
frown 
Jimmy FLANNAGAN Nigel LOVATT Tony FRANCE Chris WELLER BILLY ELLIOTT 
Peter LEWER Nigel GIBBS 
e ma^ H, B. SCHROEDER ( Red Flag 
Qe S E esmen! E 
Referee; D. S. BEER Linesmen: m. J, ATTWOOD ( Flame Flag 
CALLOWAY (11) NOAKE (10)  cOGGINS (9) TIZARD (8) STONE (7) 
RICE (6) SPENCER (5) TISDALE (4) 
MCMANUS (3 WATKINS (2) 
Old Golà anā e 
Black G L KS TOSN-B Hk Y 


NEXT HOME MATCH 
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Western Counties Flocdlight League 
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Wednesday, 2nd. October, 1968 Kick-off 7.50 p.m. 
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